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June 2 6 , 1961 


Dear Charley: 


With the Increased and more complex demands on precise 
control of film processing that are coming In connection with 0, 
and more recently M, It seems to me that we must Increase our 
capability along these lines. All of these years we have been 
limping along with the simpler routine laboratory Instruments 
such as the Model 101 Sensltometer and the Model RT Densitometer. 
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I now propose that we obtain: 


1. 

Sensltometer Model IB 

Est. 

Cost 

2. 

Sensltometric processor 

Est. 

Cost 

3. 

Microdensitometer 

Est . 

Cost 

4. 

Color densitometer 31A 

Est . 

Cost 


(not to be used for color) 

Est. 

Cost 
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Est. Total Cost 


I suggest that these be put against EG-400 as part of 
the laboratory equipment required for 0. 



ELG/MDG 



E. Li G. 
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